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UNCLASSIFIED 

PAGE 01 WELLIN 04217 100638Z 
ACTION HEW-06 

INFO OCT-01 EA-12 ISO-OO OES-09 EB-08 /036 W 

023298 101515Z/53 

R 1 10528Z AUG 78 
FM AMEMBASSY WELLINGTON 
TO SECSTATE WASHDC 6051 

UNCLAS WELLINGTON 04217 


Message Text 


E.O.l 1652:N/A 

TAGS: OGEN, ETRD, EIND, TBIO, NZ 

SUBJECT: FDA ADVISORY - FIRM INITIATED RECALL OF CERTAIN 
IMPROPERLY FITTING DISPOSABLE DIAPHRAM DOMES (RECALL T- 
1 15/116-9) 

REF: STATE 164591 

FLETCHER HEALTH AND SCIENCE LIMITED, NEW ZEALAND REPRESENT- 
ATIVE FOR MANUFACTURING/RECALLING FIRM, GOULD INC., 

CONFIRMS RECEIPT OF LETTER DATED 18 APRIL 1978 ADVISING 
DETAILS OF RECALL. SELDEN 
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Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 
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Disposition Event: 
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Disposition Remarks: 
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Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 
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Format: TEL 
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Handling Restrictions: n/a 
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ISecure: 1 
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Line Count: 35 
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Original Handling Restrictions: n/a 

Original Previous Classification: n/a 
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Page Count: 1 
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Retention: 0 
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Review Release Date: N/A 
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SAS ID: 1761606 
Secure: OPEN 
Status: NATIVE 

Subject: FDA ADVISORY - FIRM INITIATED RECALL OF CERTAIN IMPROPERLY FITTING DISPOSABLE DIAPHRAM DOMES (RECALL T- 
115/116-9) 

TAGS: OGEN, ETRD, EIND, TBIO, NZ 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/28ce8264-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 201 4 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



